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3.1 (a) 

HOUSING FACIUT1ES. GENERAL 

On& enclosure housing two dogs has a large hde dug under the dog sheltef. Holes dug under structures may 
undermine the siahility qF the atoyictures and may result in the hole collapeingi. Fagiliiies must be kept in ggpd repair 
to protect the animals From potential Injury. This Inole was lillad during Ifra Inspoction. 

3.1 (c) (1) (i) 

HOUSING FACIUTIES, GENERAL. 

There are metal panels located along the lower edge d three enclosures (ff21 of the “Free Willy" building and PIS 
end #-10 gF 1tie "Tpy Lurnf building) iFigl have llakintg paint and are sterting tg rust. Surlaces with flaking ppinl and 
rusi cannol bo raadily cloanad artd samtizod. All sudacas musi bo mainlalnod to allow thorn to ba roadily doanod 
and saniiised. Cornect by 'S April £014, 

3.4 (b) 

OUTDOOR HOUSING FACILITIES, 

Four dogs housed in two enclosures are no! provided with adequate areas ol shade. Lac*; oF protedion Irom the 
dired ray^ gF 1he gyn may ceuse disUPmFqrt to |hu dggtS- All dggs, in wtdgor housing 1w?ili1igs must be provided with 
aroas oF shada larga onough lor all the dogs to f^ve access at the same tinte. Shade maJerlal was provided du ring 
the inspection. 

3.11 (a) 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL. 

There is an escessAre accumulation ol feces in three enclosures The licensee stated these enclosures were cleaned 
6 days ago. Excessive accumulslign gF leoas may lead Ip an increase in digaasas, gdors, and pests. All primary 
onclosuros must be cleaned an a dally basis. Tnass arycloeuros ware doaned during the Inspocllon. 
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This roiitine inspection was corrtucted ■or 3/19i'£014 with the licensee. 
The exit interview wa^ eenducted en 3i'20i'2014 wi|h ihe licensee. 
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